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LILYWHITE 

REVISED  PRICES  FOR  1923 


Per  100  Bulbs 


First  size,  1J  inch  and  up .  $6.00 

Second  size,  1J  to  1J  inch .  5.00 

Third  size,  1  to  1J  inch .  4.00 

Fourth  size,  f  to  1  inch .  3.00 

Fifth  size,  \  to  |  inch .  2.50 

Sixth  size,  \  to  \  inch .  2.00 


Bulblets,  per  1,000,  $2.00;  per  5,000,  $8.00 


Per  1.000  Bulbs 

$50.00 

40.00 

30.00 

25.00 

20.00 

15.00 


Five  per  cent  off  for  cash  with  order.  Special  discount  on  large  quantities. 

As  the  amount  of  stock  for  sale  this  year  is  somewhat  limited,  early  orders 
are  advisable. 


H.  E.  MEADER,  Gladiolus  Specialist 

DOVER,  NEW  HAMPSHIRE 


